Introduction to 
Aluminum French 
Doors 


Aluminum French doors are a stylish and functional addition to any 
home. They offer a beautiful blend of elegance and durability, 
making them a popular choice for both interior and exterior 


anplications. 
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Unmatched Durability 


Aluminum is a strong and 
resistant material that can 
withstand harsh weather 
conditions, making it ideal for 
long-lasting performance. 


Low Maintenance 


Aluminum is corrosion- 
resistant and requires 
minimal upkeep, making it a 
hassle-free option for 
homeowners. 


Benefits of Aluminum French 
Doors 


Enhanced Energy 
Efficiency 


Aluminum French doors can 
be equipped with double or 
triple-pane glass, which helps 
reduce heat transfer and 
keep your home comfortable. 


Versatility in Design 


They come in various styles, 
sizes, and finishes to 
complement any architectural 
design. 


Durability and Energy Efficiency 


Durability Energy Efficiency 

Aluminum is renowned for its strength and resilience, Double or triple-pane glass units offer excellent 
making it an excellent choice for doors that are insulation, reducing heat loss in winter and heat gain in 
exposed to the elements. Its resistance to corrosion summer. This contributes to energy savings and a 

and rust ensures long-lasting performance. comfortable indoor environment. 
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Installation Considerations 


1 Planning and Preparation 


Proper planning is crucial. Measure the opening 
accurately and consider factors like swing direction 
and clearance. 


2 Framing and Installation 


Ensure the frame is properly secured and level. 
Install the door according to manufacturer 
instructions. 

3 Finishing Touches 
After installation, ensure the door operates smoothly 


and that any necessary hardware is installed. 
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Maintenance and Cleaning 


Regular Cleaning Hardware Maintenance 

Clean the glass panes with Lubricate hinges and 

a mild detergent and a soft handles periodically to 

cloth. Avoid harsh chemicals ensure smooth operation. 

that can damage the finish. Replace any damaged parts 
as needed. 


Weatherstripping Inspection 


Inspect the weatherstripping for any wear or damage. Replace 
it if necessary to maintain energy efficiency. 


Conclusion 


Aluminum French doors provide a winning combination of style, 
durability, and energy efficiency. They are a smart investment for 
homeowners seeking a beautiful and functional entrance that will 
enhance the value of their home for years to come. 
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